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called as consulting physician. He was a thorough student of 
medicine and surgery, and scientific subjects, and made a specialty 
of microscopy. He owned a very fine microscope, and devoted 
much time and study to its use. ***** 

Respectfully yours, 

Nannie L. Sackrider. 

D. C. Hawxhurst, M. D., died in Paris, France, February 
1 6th, 1882, at about forty years of age. He became a member of 
the Society at the Indianapolis meeting. Dr. Hawxhurst had been 
for some years a dentist at Battle Creek, Mich. In 1877 he received 
the degree of Doctor of Medicine from the University of Michigan. 
He was married but a short time before his death, and was with his 
bride in Paris, where he was studying ophthalmology and otology, 
expecting to practice as a specialist on his return home. He was 
an active member of Local and State Medical and Microscopical 
Societies. 

Edward B. Schickel was born in Buffalo, N. Y., January 
27th, 1848, and died in that city February 17th, 1882. He joined 
the Society at the Buffalo meeting. He was a member of the Buf- 
falo Microscopical Club, and by occupation a practical chemist. 



